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GAS ANALYSIS

FART  II

The above amounts make 10 liters of the battery

solution.

If the circuit be closed by a conductor of low-
resistance, there may be seen in the red solution a

Pitt. 58.

dark-coloured column of liquid which, starting from
the dissolving zinc plate, sinks to the bottom and
collects in the lower part of the glass cell in the
form of a rather sharply defined layer.